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Special dynamometer in the D & G 
laboratories which tests the tensile 
strength and elasticity of sutures 
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One pound of absorbent 
cotton and one pound of 
Cellucotton, Cellucotton’s 
greater bulk gives you 
more dressings per pound, 











The porous structure of 
Cellucotton (on the left) 
permits free circulation 
of air and guarantees 
greater comfort. 





Standard material 


IX years of constantly increasing usage - 


is unfailing evidence of Cellucotton’s 

superior quality — quality that has 
caused most hospitals to adopt it as stand- 
ard material for dressings. These hospitals 
represent a majority of the total beds in 
the United States. There are eight definite 
reasons for Cellucotton’s rapid progress— 


1. Cellucotton absorbs from 4 to 8 times more drainage 
before saturation than most grades of absorbent cotton. 

2. It retains more liquid before leakage takes place. 

3. It absorbs 3 to 5 times as fast as absorbent cotton, 

4. It draws fluid against gravity. It serves as a wick 
instead of a dam. 








The wick of Cellucotton 
draws fluid against 
gravity, distributing it 
through the entire wick. 
The other absorbent be- 
comes wet but a short 
distance from the surface. 














Always insist upon genuine Cellucotton 


for the majority of hospital dressings 


5. Fluid penetrates to every part of the Cellucotton 
dressing. 

6. On account of its bulk, it makes more dressings per 
pound than absorbent cotton. 

7. Itislighter, coolerand more comfortable forthe patient. 

8. Its cost is so low as to make it one of the most eco- 
nomical forms of absorbents. 


Kotex pads and Celluwipes—products ot 
Cellucotton—are meeting with remark- 
able favor, both for usefulness and econ- 
omy. An inquiry will bring samples and 
further information to hospital executives. 


Lewis Manufacturing Co. of Canada, Limited 
McIntyre Bldg., 13 Victoria Square © MONTREAL, Quebec 





The pad of cotton absorbs || | 

drainage in only one spot, 

causing unnecessary leak- 

age before saturation. 

The pad of Cellucotton 

distributes drainage over 
its entire surface. 
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FINANCIAL 
FIRST 
AID 


HOW 
to conduct 
a campaign. 














WATCH 





WHEN 
to start. 
WHAT F OR 
amount to 
ask for. OUR 
WHY NOVEMBER 
call in 
“outsiders.” MARY FRANCES KERN AD ! 
iii Productive Experience 
to get best Mary Frances Kern leads the field 
returns on of hospital fund raising organiza- 
your campaign tions in large part because, as well as 
investment. a campaign expert, she was a hospital 


executive in large institutions for 
many years, and knows hospital needs 


These ond other and problems. 


topics of vital im- 
port to hospital 
trustees will be discussed by Mrs. Kern 


in an educational campaign for the 


benefit of all who are interested in MARY FRANCES KERN 


financing hospitals or allied institutions. ; : : 
Financial Campaigns 


























If adversit instituti ill 

ne a te y comes your institution wi sik Conmiank teil 
unable to meet the demands upon CHICAGO. USA 

it unless you protect it financially now uaw yYoes cree ’ coon SEES: 


when the time is right. A Kern con- — a aaa ant ' 


‘ducted campaign guarantees your 
future. 




















We Raise Money for Hospitals 
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There is nothing more suitable for 
hospital use’than a Westinghouse 
Cozy Glow Heater. It supplies extra 
heat when and where you want it and 
at a cost of only a few cents a day. 


Like all Westinghouse Products the 


Cozy Glow can be depended upon 
to give years of satisfactory service. 





Canadian Westinghouse Company; Limited 
HAMILTON - ONTARIO 


Westinghouse 


[ory Glow Heaters 


MADE _IN CANADA 
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Floors “te 
the Care Given them 


Frioors that have been treated with Imperial Floor Dressing can 
be noticed at once. Their a is clean and fresh. 


Imperial Floor i tha im Sa one of floors and creates a 
wear - resisting surface Checkis “tng are eliminated. 


Objectionable odors or gummy ues ood 


Imperial Floor Dressing is cicadas tenlteh seeenendinh 
400 gh feet and a single application lasts for weeks. 


rat Foo salesman Bass be glad to give full particulars about 
Imperial Floor ae Snes ae our special equipment for and 
easy applica 


IMPERIAL OIL LIMITED 
Branches in all cities 


“Imperial Joce Liquid 


fre 
Class sens se 
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, Style No. 300 
li = HOUSE 
.DOCTOR’S COAT 


Made of bleached drill, this 
coat is neat and serviceable. 
ot has 'the lay-down collar, 


ee" “pockets, 


sleeve. 
$25.50 


“NURS 
OPERATING GOWN 


e_Eullclength gown with plain SURGEON’S 
ront, neatturn-over collaran: WN 
-—* mo beeen sleeves. Closes OPERATING GO 

with tie ta and A full-length gown with plain front, 
with, Tong “belt stitc on standing collar and full-length sleeves. 
front to tie at back. Made of Closes down the back with tie tapes, 
best quality Indian Head and with long belt stitched on front to 
bleached. n be furnished tie at back. ade of best quality In- 


with knitted cuffs which fit 
into the 


dozen. Pa 


r,) 











’ 


closely and easily 


poe meat loves. Prices: Regular 
sarees Scutte, $a. 


A post?card Iwill 
bring samples of 
material for Hospital 
Garments andNurses’ 
Uniforms, also cata- 


logue of 


detachable 
Carman and pointed cuff on 
Price for the coat, 

per nts to 
match, $24.00 per dozen. 


dozen; with Regular cuffs, $20 
2.00 per dozen. knitted cuffs, $22. 00 per dozen. 


NEW PRICES 


Cotton Hospital Garments at still more attractive prices 


Qwing to the large increase in our Hospital business, com- 
bined with a slight reduction in the price of cotton goods, 

we are able to effect a substantial saving in many lines, 
which we have pleasure in passing along to you. 

Our line includes :—Slip Covers for Mayo Instrument Stands; Abdominal 
or eg este ad Coats and Pants ing Benn gy sae! and Office; Operating 
eS @ Gowns and et Aprons, y Cops one Se es sayy 

Serie’ Suits; Maids’ alhoraan, Patien 

Senest ‘Ether Jackets; Pneumonia Jack 


BED GOWN 


Standard length, 40in., 
opens down back with 
linen buttons, or ‘de 
tapes if ae ferred; rein- 
forced wit oke both 
front and back. Prices: Indian 
Head unbleached, $10.00 per 
dozen ; Indian Head 
bleached $15. 00 per doz, 





Style 
No. 
3200 





Style No. 3700 


dian Head bleached. Can be furnished 
with knitted cuffs which fit closely and 
easily into the coor gloves. Prices: 

00 per dozen; with 


MADE IN CANADA BY§ 


CORBETT-COWLEY ™ 


Limited 
314 Notre Dame St. W. 
MONTREAL 


468 King St. West 
TORONTO 





p 





Style No. 700 


ORDERLY’S COAT 

Made of good quality 
bleached duck, me white 
or _ striped, medium high 
collar, three pockets, five 
detachable buttons, neat 

nag cuff on sleeve. 

ices: Plain white, $20.00 
per dozen. Striped, $21.00 
per dozen. 








Style No. 1700 


SURGEON’S COAT 


A popular coat for making ‘‘rounds,’’ 
also for clinics and laboratory use. 
Made of best gosies bleached duck. 
Has_ convertib! 

pockets and side o 
access to inner pockets when coat is 
buttoned, pointed cuff on poaree, de- 
tachable ‘buttons. oo ee about 46 
inches. Price $39.00 per dozen. 


e lapel collar, three 
ings to permit 
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What ver the Cost May 


Human health and life outweigh commercial expediency. For 
which reason the Victor X-Ray Corporation considers only 

diagnostic and therapeutic needs in conducting research for 
the advancement of roentgenological technique. 


Hence no technical or financial obstacle is permitted to stand 
in the way of developing and manufacturing Victor X-ray 
apparatus, however heavy the investment in new research 
and manufacturing equipment may be. 


It is to this policy that Victor X-ray apparatus owes its su- 
premacy. It has made possible the outstanding engineering 
developments which have contributed so much to the extraor- 
dinary evolution of American roentgenology. 
Whether a Victor machine is intended for general practice or the 
large institution, it is developed in the same intensive spirit and 
manufactured with the same care. May we help you in the selec- 
tion of equipment best suited to your individual requirements? 


Wage) Wi 
we El 


TJ- 


Yyyrey 


Visiting Chicago 
This Summer? 
Physicians visiting Chicago this 


summer can well afford to spend 
a few interesting irs at the 
ictor 





Kitna the eomplereline ofVicwe 
ibiting the comp! i: ictor 
X-ray and Physical T! ap- 
paratus, offer many practical sug- 
gestions in the selection of equip- 
ment for any range of service in 
the physician’s office or i 


of Chicago makes the Victor plaet 
pt me t dered 


VICTOR X-RAY CORPORATION OF CANADA, LTD. 


WINNIPEG—Victor X-Ray Corp. of Canada, Ltd., Medical Arts Bldg. 
TORONTO—2 College St. MONTREAL—523 Medical Arts Bldg. 















Xr RAY 
Diagnostic and Deep Therapy 
Apparatus. Also manufacturers 

of the Coolidge Tube 





High Frequency, Ultra-Violet, 
Sinusoidal, Galvanic and 
Phototherapy Apparatus 


PHYSICAL THERAPY 








@. 


VANCOUVER—Victor X-Ray Corp. of Canada, Ltd., 910 Birks Bldg. 
DETROIT—For Essex County: 617 Charlevoix Bldg. 
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A Mark of Quality A Sign of Service 





PRECISION OF PERFORMANCE 


The Sphere Gap construction of Acme—International X-Ray Generators is one 
more step forward in bringing X-Ray operation to an exact science 


Installations in many prominent Canadian Hospitals 


THE M. B. EVANS X-RAY COMPANY 
2539 WOODWARD AVE., DETROIT 
Ontario Distributors of X-Ray and Physio-Therapy Equipment 


DISTRIBUTORS FOR 
THE HOFMAN QUARTZ CARBON ARC LAMP 


An Ultra Violet Rays Generator that does not deteriorate with use. Ful! absorption of 
Ultra Violet Energy without danger of burning the patient 








IBA MAS MN SCO An 


Bost wah cs 


sks: 














No Patient Can Out-Breathe a 





McKESSON 


1. . The flow of gases is automatically regulated by 
the breathing of the patient, thus eliminating 
waste and insuring proper supply of gases for 


sith 








each respiration. 


2. One valve regulates the mixture. This is the only 
machine in which the depth of anesthesia is 
accurately under the control of one lever. 


3. It has the emergency valve for administration of 
oxygen by artificial respiration in emergencies. 


4. It willautomatically maintain the proper pressure 
in the inhaler under all kinds of respirations for 
any known operation. No patient can out- breathe 
a McKesson. 

There are scores of other points that make the 
instrument one of dependability, convenience 
and a source of pleasure in its clinica! operation. 





McKesson Universal Unit No. 100 ij 
Write for our Catalog No. 15 


Toledo Technical Appliance’ Company 


2226-36 ASHLAND AVENUE, TOLEDO, OHIO 
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a She cooperation of 
Hospital and Manufacturer 


created this new service. 
QW 


cA lack of dressings in crucial moments. 
Nurses’ time wasted in dreary, non-pro- 
fessional duties. Lack of uniformity. Waste. 
Annoying and serious problems encountered 
by hospitals in the making of finished dress- 
ings from bolt gauze. 


» * » 


HE manufacturer faced the problem, 

—to find some means to save the 
hospital this extra expense, labor and 
material. Experiments were performed— 
machines planned. Finally his efforts 
succeeded. 


The result was Curity Gauze in two 
new forms—Ready-Cut and Dressing 
Rolls. A new service, yet one arising 
logically from the close cooperation be- 
tween hospitals and the manufacturer. 
The two new forms have met with im- 
mediate and gratifying enthusiasm. 


Curity Ready-Cut Gauze is the well- 
known Curity product cut into the most 
commonly used shapes and sizes for all 
dressings. These various sizes can be 
made into gauze dressings, sponges, flats, 
strips, tapes, walling-off sponges, etc. 
Folded around cotton or Cellucotton— 
they can be made into pads for all types 
of work. They are easy to dispense and 
always available in usual form. Waste is 
completely eliminated. 


Curity Dressing Rolls are rolls of Curity 
Gauze, specially folded (in three sizes) so 


that the longitudinal folding is done. 
Just cut the desired length from a Dress- 
ing Roll, tuck in the ends, and the com- 
pleted dressing is ready. Curity Dressing 
Rolls will make gauze dressings of almost 
any size desired. An efficient, practical 
standard, upon which Dressing Rolls can - 
be placed for cutting, is free to every user. 


Greater Economy 


O sizes of Dressing Rolls cost exactly 

the same as gauze in bolts. The other, as 

well as Ready-Cut Gauze, costs only a few 

cents more per hundred yards. In net cost, 

when savings in time, labor, and material are 

figured, both new forms are far more economi- 
cal than bolts. 


Curity Gauze may still be had in bolt form. 
However, we urge that every hospital see and 
try the new forms. The coupon, with its 
generous trial samples, is so simple to mail 
and may mean so much towards less expen- 
sive and more practical dressings practice. 


Lewis Manufacturing Co. of Canada, Limited 
Mclntyre Bldg., 13 Victoria Square MONTREAL, Quebec 








Lewis Manufacturing Company 
MONTREAL, QUE. 





Name— 


Positic 


Hospital 
ess 














: Please send me, free, samples of Curity 
:| Ready-Cut Gauze and Curity Dressing Rolls. |: 
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Ward in 
St. Martha's 
Hospital, 


showing 
Dominion 
Battleship 
Linoleum 

Floor. 





This Floor Meets Every Requirement 


of a Thoroughly Modern Hospital 


Dominion Battleship Linoleum floors are especially appreciated in hospitals because of 
their sanitary and germicidal qualities and for their restful quiet underfoot. They are 
pleasing and helpful to staff and patients alike, and are particularly easy to clean and 


“DOMINION 
Battleship Linoleum 


is a permanent floor that needs no costly upkeep. It is firm, smooth and non-absorbent 
_and pleasingly dignified in appearance. 

Dominion Battleship Linoleum, AAA quality, is made in eight standard shades—brown, 
green, terra cotta, grey, buff, blue, black, and white. AA and A qualities, in four 
standard shades only. Dominion Jaspé Linoleum, Ist and 3rd grades, in blue and 
grey only. Special colours for large contracts. 


Made in Canada to suit Canada’s climate and 

installed by all large Departmental and House 

Furnishing Stores. Write us for free samples 
and literature, 


Dominion Oilcloth & Linoleum Co., Limited 
MONTREAL 
Makers of floor coverings for over 50 years. 





Antigonish, N.S., 
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OFFICIALS OF CANADIAN HOSPITAL ASSOCIATIONS 


Alberta Hospital Association. 
President, Edgar E. Dutton, Lethbridge. 
Secretary, S. V. Davis, Edmonton. 
British Columbia Hospitals Association. 
President, Dr. G. B. Brown, Nanaimo. 
Secretary, E. S. Withers, Royal Columbian Hospital, New 
Westminster, B.C. 
Manitoba Hospital Association. 
President, H. N. MacNeill, Dauphin. 
Secretary, Dr. D. McIntyre, Winnipeg Municipal Hospital, 
Winnipeg. 
Ontario Hospital Association. 
President, Geo. G. Moncrieff, Petrolia. 
Secretary, Dr. F. W. Routley, Ontario Division, Canadian 
icon: Toronto. 
Saskatchewan Hospital Association. 
President, J. W. Heartwell, Rosetown. 
Secretary, G. E. Patterson, Regina. 
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Child Welfare Extensive Subject 


“While the city child is subject to many health 
hazards, its facilities for prevention, and medical and 
surgical relief are much greater than those accorded 
the rural child,” said Miss Jean Campbell, Matron 
of the Nova Scotia Sanatorium, in the course of an 
address on “Child Welfare and Child Hygiene”’ 
before the Kentville Rotary Club recently. 

Miss Campbell said that child welfare, as out- 
lined by the Canadian Council on Child Welfare, is a 
very extensive subject. The Council is an association 
founded at Ottawa in October, 1920, as a result of a 
conference called by the Federal Department of 
Public Health. Its endeavour is to co-operate with 
all organizations dealing with the care of the child. 
The sections under the Council embrace child hy- 
giene, the child in industry, education and recrea- 
tion, the child in need of special care, and the ethical 
and spiritual development of the child. 
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She instanced the prevention and cure of diphtheria 
and smallpox, and the fact that these diseases as 
well as malaria and yellow fever can all be controlled. 
Miss Campbell said that for many years mother love 
and mother care were almost the only forces that 
saved the race, but experience has shown that scien- 
tific measures must be used in order to save. The 
speaker stressed the need of the help of thoughtful 
men and women in the medical and nursing pro- 
fessions. In this way will be increased health and 
happiness, and the nation’s wealth will be increased 
by improving its greatest asset—the children. 

Uy 


Industrial Nurses Organize 


The industrial nurses of Toronto have organized 
an association which will afford opportunity for 
conference and co-operation in this increasingly 
important work. Their sisters in the profession from 
other centres in the province are eligible for member- 
ship in this association, and several have availed 
themselves of this privilege. In connection with 
many industries first aid is the most important duty 
of the nurse; in others, where the hazard is small, 
it takes second or third place, the visiting of sick 
absentees and the performance of a certain type of 
social service taking precedence over the emergency 
operation. In a hundred ways the capable, under- 
standing nurse may lend a helping hand to workers. 
A fine example of what one may accomplish is to be 
seen at the Dominion Express Company, where 
several hundred men and girls are employed. 

Here Miss M. F. McKeown, a graduate of Grace 
Hospital, has carried on successfully for six years, 
and with the complete backing and co-operation 
of her employers, has been able to do much towards 
increasing the comfort and consequently the efficiency 
of the large staff. 

Said Miss McKeown, “‘We have found that diffi- 
culties of diet frequently interfere with health and 
reduce the efficiency of the workers. At one time 
many of our employees brought their lunches, and 
we supplied them with tea and coffee at the noon 
hour. Under these conditions, however, there were 
constant complaints of headaches and other ailments, 
directly due to the unsatisfactory meals, and at length 
we decided to open a cafeteria in order to overcome 
this fault.”’ 

UJ 
Saskatchewan Hospital Executives Meet 


Many matters of importance were presented for 
discussion at the convention of the Saskatchewan 
Hospital Association at Regina. A proposal to 
engage a dietitian to travel about the province giving 
supervision over the dietary departments of the 
smaller hospitals was proposed and a committee was 
appointed with the object of establishing a service of 
this nature. The average small hospital cannot 
afford to employ a resident dietitian, and it is thought 
that a fully qualified person could devote two or 
three months in each hospital with worth-while 
results. 

A great many general practitioners are appallingly 
ignorant of the importance of diet in the treatment of 
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disease, said Miss M. Mooney, dietitian of the Regina 
General Hospital. She emphasized the place that 
diet occupies in modern medicine, stating that while 
the science of dietetics was in its infancy, yet it 
was one which had a large bearing on therapeutics. 
A great many ills, she declared, were brought about 
by dietary indiscretions. 

The idea of a general diet for each type of disease 
is passing rapidly, she went on to say. It is now 
the custom in large and well-organized institutions 
to have a particular diet suited to the individual 
needs of each and every patient. In this matter 
the dietitian must often be instructor of patients, 
nurses, and even the doctors themselves. 

The speaker outlined the duties of a head dietitian, 
which should be, she said, the supervision of trays 
and dining rooms, checking of supplies, ordering 
of needed provisions, planning of menus for both 
patients and staff, visiting of special diet patients 
with the doctor, planning of special diets, and teach- 
ing the value of diets to the student nurses. The 
dietitian should not be burdened with infinite small, 
and inconsequential duties, she added, as such a 
system would only impair her efficiency and that of 
the institution. 

na 


_ Dr. M. R. Bow, superintendent of the Regina 
General Hospital, addressed the convention on 
“What the Doctor Expects of the Hospital.’ 

“The doctor and the hospital,’’ he said, ‘‘have 
the same objective—service to the patients. In all 
phases of hospital work there must be teara-work. 
Where this is lacking, the standard of service suffers. 

“Every hospital worthy of the name. should 

provide the essentials of equipment, which were 
clean, sanitary, restful wards, adequate service 
rooms, adequate facilities for sterilization, good 
food service, the necessary operating room, labor- 
atory and X-ray facilities, and what is after all the 
heart and soul of the whole institution, skilful and 
considerate nursing care.’’ Nursing, he said, played 
a most vital part in the treatment of diseases. 
_ The doctor also expected of the hospital to find a 
capable and efficient staff, Dr. Bow continued. 
He expected the hospital to carry out his instructions, 
and to keep such records and charts as should enable 
him to gain an intelligent idea of the progress of his 
patients. He expected the hospital to be loyal to 
him, and to render the most efficient service possible 
to his patients at the minimum of cost. The doctor 
also looked to the hospital to conduct a well organized, 
efficient training school. 

He emphasized the fact that the practice of med- 
icine was becoming more and more preventive in 
modern times, and the physicians were looking to 
the hospitals to take a real part in the prevention 
of disease and the promotion of health. 


We 


Appointment of a central executive committee 
for selecting hospital supplies, this executive having 
power to decide on the quality, type and specifica- 
tion of all supplies, was suggested by H. Everett, 
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Winnipeg, in his address on “An Alternative to 
Co-operative Purchasing.”’ 

Mr. Everett said that, under the executive arrange- 
ment, each hospital would be free to do its own buy- 
ing, having been informed of the recommendations 
of the executive. This system would tend toward a 
greater degree of standardization in the buying of 
hospital supplies, which now vary widely in different 
institutions. He mentioned that there are now in 
use more than 100 varieties of beds, 5 of sheets, 
39 of bureau scarfs and 51 of hand towels. These, 
he thought, could be much reduced. 

“State the exact article you require, complying 
with the specifications determined on, and buy the 
needed supply in the lowest market you can find,” 
was his advice. It would not be economy at all times 
to buy the lowest-priced article, he said, since quality 
and durability should always be considered. 

The appointment of a committee of buying experts 
to purchase hospital supplies would, the speaker 
thought, be an economical measure, as many of those 
into whose hands the purchasing for smaller institu- 
tions is now committed had not much knowledge of 
the values of the merchandise they had to purchase. 

About one-third of the money spent by hospitals 
goes for food, he said. About two per cent. goes for 
utensils of various kinds, while about 12% per cent. 
goes for bedding and the like. He suggested that 
the articles in all these categories be gradually 
standardized in the various hospitals in the province. 
This scheme would take two or three years. 

“The advantages accruing will be well worth while,” 
he concluded, ‘‘especially to the smaller hospital, 
and while the larger institutions will have little to 
gain, they will have had the pleasure of assisting 
the others to obtain the same buying facilities which 
they themselves have.” 


Hamilton City Hospital Staff 
Is Reappointed 


The following were reappointed to the staff of 
the Hamilton City Hospital: Consultant surgeon, 
Dr. E. B. O'Reilly; surgeons, Dr. I. Olmstead, Dr. 
George S. Rennie, Dr. F. B. Mowbray (associate), 
Dr. J. K. McGregor, Dr. J. Parry; physicians, Dr. 
J]. A. Bauer, Dr. H. Mullin, Dr. F. E. McLoghlin, 
Dr. N. Leslie; obstetricians, Dr. D. MclIlwraith, Dr. 
John T. Green (associate); gynaecologist, Dr. W. 
Bethune; pediatrics, Dr. C. Carter, Dr. R. Y. Parry, 
Dr. R. P. Smith (associate and attending physician 
of isolation wards), Dr. C. Clark (associate) ; eye, ear, 
nose and throat, Dr. J. P. Morton, Dr. P. B. Mac- 
Farlane, Dr. W. Arrell; psychiatrist, Dr G. Glassco; 
urologist, Dr. R. H. Patterson; dermatologist, Dr. T. 
Coleman; anaesthetists, Dr. W. Cody, Dr. D. A. 
Warren, pathologist, Dr. W. J. Deadman; outdoor 
department, Dr. D. Kappele, Dr. F. Harper, Dr. 
O. W. Niemeier, Dr. W. F. Nicholson, Dr. C. Gooch, 
Dr. H. Storms, Dr. Unsworth, Dr. Richmond; 
dentists, Dr. F. P. Moore, Dr. O. S. Clappison, Dr. 
C. W. Everett; homeopathist, Dr. J. Lafferty; 
roentgenologist, Dr. A. E. Walkey. 
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MODERNIZING AN OLD HOSPITAL 


Extension of Wings and Alterations to Existing Building 
Makes Possible Modern Hospital Plant 
ST. JOSEPH’S HOSPITAL, GUELPH, ONT. 
Stevens & Lee, Architects 


St. Joseph’s Hospital, Guelph, Ont., is situated on 
the south-western boundary of the city within five 
minutes’ walk from the main car line. This ideal 
location furnishes the repose of country atmosphere 
together with every possible city convenience. 

The original building was erected in 1861 by the 
Community of the Sisters of St. Joseph, diocese of 
Hamilton, under whose judicious care it has gradually 
grown. In 1878 it was first remodelled and later in 
1895 a fine new building was added which met the 
requirements of the city for some time. The prob- 
lem of constructing a new, modern, up-to-date hospital 
which would utilize to the best advantage the old 
building was placed in the hands of specialists and 
the new building was completed in 1925. 

The existing building to which the additions were 
made was in the form of the letter “U.” After 
considering all possible lines of extension it was finally 
decided to extend the two wings to the south as this 
would give all rooms sunlight and a fine outlook 
across the country, which slopes gradually away from 
the institution in this direction. The space between 
the existing wings was only 44 feet and with these 
extended it was felt that the court would be too nar- 
row. It was, therefore, decided to make the exten- 
sions at the angles shown on the plans, thus increasing 


the sunlight and improving the view from the rooms 
in the court. 

The ground slopes gradually to the south-west 
and consequently brings the basement floor well out 
of ground at this point. Located therein are nurses’ 
sitting, class and dining-rooms with the essential 
serving pantry and toilet accommodation. The 
first floor provides for private rooms in the west wing 
and public and semi-private in the east wing. The 
largest wards will take four beds and can be used 
for either public or semi-private patients as con- 
ditions warrant. 

On the second floor the west wing contains the 
female private patients and the east wing the opera- 
ting and X-ray departments. 

The third floor on the wings of the old building was 
used for storage purposes on one side and the housing 
of servants on the other and was in a mansard-roof. 
This roof was removed and the brick walls carried 
up above the cornice and finished with a new flat 
roof. The entire third floor now provides the ac- 
commodation for nurses and sisters, the former in the 
east wing and the latter in the centre part and west 
wing. 

A number of minor alterations were made on the 
old part of the building to provide for much-needed 














Illustration shows Extension of Wings, St. Joseph's Hospital, Guelph, Ontario 
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services. These included sink and dressing rooms, 
diet kitchen, nurses’ Stations and increased bath and 
toilet accommodation. New plumbing fixtures were 
installed in existing toilets and baths and basins 
provided in all existing wards. A modern nurse call 
system was also installed throughout the old and new 
parts. 

The work in general, except the solaria bays at 
the end of each wing, is of non-fireproof construction, 
the exterior walls of brick and the interior corridor 
walls of brick and interlocking tile. The floors are 
constructed of joists with wood flooring and finished 
with rubber in the corridors and ward. In all other 
rooms terrazzo floors have been used. 

The solaria bays at the end of each wing are fire- 
proof, the floors and stairs being constructed of rein- 
forced concrete. These bays are cut off from the 
rest of the building with masonry walls and fireproof 
doors and so provide an excellent fire-escape at the 
end of each wing. The solaria situated at the end 
of each patients’ floor together with the broad bal- 
conies on the north-east side of the building provide 
ample space for convalescent patients. 

The finish throughout follows along the lines of 
the most modern hospital construction. The plumb- 
ing and electric fixtures are all especially designed 
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for hospital purposes. There are two suites of two 
rooms having private toilets and a common bath 
between and two others with a common toilet only. 
Private rooms are equipped with telephone recep- 
tacles in addition to the general receptacles for bed- 
side lights and nurse’s call. 

The exterior is of grey brick to match the existing 
building above the first floor. Below this the walls 
are of local limestone. The cornice at the eave 
of the old mansard was retained and extended along 
the new parts. Circular headed windows were used to 
match the existing work and the exterior generally 
treated in so far as possible so that it would make a 
harmonious whole when completed. 

The X-Ray and operating rooms are excellently 
equipped with the latest and best appliances, while 
the clinical laboratory is complete in every detail. 

The private rooms and wards both in design and 
in furnishings are characterized by simplicity and 
show the remarkable attention that has been given 
to those details and devices which are conducive to 
the comfort and convenience of the patient. <A 
complete bedside unit with individual service pro- 
viding for the patient a bed table together with 
portable lamp, is one of the many new and attractive 
features of the general equipment. 
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BAYLOR HOSPITAL, DALLAS 


Administration Building 


4 FAMOUS HOSPITAL WHERE D&G 


SUTURES ARE USED 








Kalmerid Catgut 


ERMICIDAL. Exerts a bactericidal ac- 
G tion in the suture tract. Supersedes 
the older unstable iodized sutures. Impreg- 
nated with the double iodine compound, 
potassium-metcuric-iodide.t Heat sterilized. 








The boilable grade is unusually flexible for boilable 
catgut; the non-boilable grade is extremely flexible. 


TWO VARIETIES 


BOILABLE* NON-BOILABLE 
NO. NO. 
SSG sic costiccss FLAne CAPGUT . iss0055.-08 14.05 
Ee | Pease art 10-Day CHROMIC........... 1425 
SEAS i escvesecs 20-Day CHROMIC........... 1445 
BREE eesecspnes 40-Day CHRomIc........... 1485 
Sizes: 000, .00..0..1.54..3..4 


Approximately 60 inches in each tube 


Package of 12 tubes of a size..... $3.00 
Less 20% on gross or more or $28.80, net, a gross 


Claustro-Thermal Catgut 


Oped ete i germicidal. Sterilized by 
heat after the tubes are sealed. Boil- 
able.* Unusually flexible for boilable catgut. 








NO. 

Wai cichen paspeacvntesserapeenvecsces Piain Catcut 

BG wcasteckasevereeans 10-Day Curomic Catcut 

EAR esricccdsccvsconacas 20-Day Curomic Catcut 

BRS iiny onc visessduneavs 40-Day Curomic Catcut 
Sizes: 000..00..0..1..2..3..4 


Approximately 60 inches in each tube 


Package of 12 tubes of a size... .. $3.00 
Less 20% on gross or more or $28.80, net, a gross 


D&G Sutures are 
always found 
neutral under the 
most delicate ti- 
tration tests. This 
is one of the rea- 
sons they uniform- 
ly behave well in 
the tissues. 





Atraumatic Needles 


Fo® GASTRO-INTESTINAL suturing 
and for all membranes where minimized 
suture trauma is desirable. Integrally affixed 
to 20-day Kalmerid catgut. Boilable.* 

Experimental evidence has proven 20-day chromic 
catgut the most suitable for gastro-intestinal sutur- 
ing. It has been found that gastric wounds are fully 
healed within 12 days, and intestinal wounds at 16 
days. At these periods the 20-day catgut (regard- 
less of size) still retains, respectively, 60 per cent 
and 30 per cent of its initial strength. 





THEY DO NOT BEND nene— 


J ) . yee ae 
Pe . 


ILLUSTRATIONS ARE FIVE-EIGHTHS SIZE 








he asec aiiaealta tate itanass acne acl sity: kN ili Masts 


CURVED NEEDLES ARE IN FLAT TUBES 





INCHES INTUBE DOZEN 


1341 .-STRAIGHT NEEDLE........... ee $3.00 
1342..T wo Strraicut Neepies...36...... 3.60 
1343--¥e-CircLe NEEDLE.......... Biss css 3.60 
1345.-¥2-Circite NEEDLE.......... one 3.60 


Less 20% discount on one gross or more 
Sizes: o and I 
Packages of 12 tubes of one kind and size 


Kangaroo Tendons 


" Pipasasivetees being impregnated with 
potassium-mercuric-iodide.t Chromi- 
cized to resist absorption in fascia or in 
tendon for approximately thirty days. The 
non-boilable grade is extremely flexible. 








GUD crncec sancigabacnanviats Non-Bortaste Grave 
WOO cciacsncessnseh weaeanuae *Borwasce Grape 
Steet: 0; .2. 54.56, 8.06. 
Each tube contains one tendon 
Lengths vary from 12 to 20 inches 


Package of 12 tubes of a size..... $3.00 
Less 20% on gross or more or $28.80, net, a gross 





DAVIS & GECK INC. xy 211 TO 221 DUFFIELD ST. vy BROOKLYN,N.Y.,U.S.A. 
D&G Sutures are obtainable from responsible dealers everywhere; or direct, postpaid 
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Non-Absorbable Sutures 





No. INCHES IN TUBE SIZES 
350..CELLULoD-LinEN........60...... 000, 00,0 
360..HORSEHAIR..........+4. BOE vnccnicossnred 00 
390..Wuire Sitkworm GuT..84.......+. 00,0,1 


400..Biack Sitkworm GurT..84.........00,0, 1 


450..Wuire Twistep Si:k...60........000 TO 3 

460..Biack Twistep SiLk.....60........ 000, 0, 2 

480..Wuirte Braipep Sik.....60...... 00,0,2,4 

490..Biack Braipep Sitk.....60.......-- 00,1,4 
BOILABLE 

Package of 12 tubes of a size..... $3-00 


Less 20% on gross or more or $28.80, net, a gross 


Short Sutures for Minor Surgery 





 ——— —t 


No. INCHES IN TUBE SIZES 
802..PLain Katmerip CaTGUT..20..00,0, I, 2, 3 


812..10-Day Katmerip *¢ 
822..20-Day Katmerip ¢¢ 


++20..00, 0, 1,2, 3 
++20..00, 0, I, 2,3 


862..HorsEHAIR........- sanidee GP iae vite canna 

872..Wuire Sitkworm GutT...28........+. eee 

882..WuiTre TwisTep SILK......20...... 000, 0, 2 

892..UmBiicaL Tape........... 24... Ye-IN, WIDE 
BOILABLE 

Package of 12 tubes of a size..... $1.50 


Less 20% on gross or more or $14.40, net, a gross 


Emergency Sutures with Needles 


UNIVERSAL NEEDLE FOR SKIN, MUSCLE, OR TENDON 








NO. INCHES IN TUBE SIZES 
go4..PLain Katmerip CaTcur..20..00,0, 1,2, 3 


gi .10-Day KameriD ¢¢ --20..00,0, 1,2 
> 24s 

24..20-Day KaLMERID **__..20..00,0, 1,2 
9 9%s 452s 


964..HORSEHAIR........+2+e0se00 Sissons dondesOO 
974..WHiITE SILKWORM GUT...28......2++000020 
984..Wuite Twistep SILK......20......000, 0,2 


BOILABLE 


Package of 12 tubes of a size.....$2.40 
Less 20% on gross or more or $23.04, net, a gross 









The ash of DEG 
Sutures is assayed 
to make sure that 
no traces remain 
of uncombined 
chromium nor of 
other residues of 
the chromicizing 
process. 





Obstetrical Sutures 


FOR IMMEDIATE REPAIR OF PERINEAL LACERATIONS 









28-INCH suture of 40-day Kal- 
merid germicidal catgut, size 3, 
threaded on a large full-curved needle. 


Boilable. 
No.650. Package of one tube. . $.30 


Less 20% discount on one gross or more 


Circumcision Sutures 











f grvc ges suture of Kalmerid germi- 
cidal catgut, plain, size oo, threaded 
on a small full-curved needle. Boilable. 


No. 600. Package of 12 tubes... . . $3.00 
Less 20% on gross or more or $28.80, net, a gross 


Universal Suture Sizes 


All sutures are gauged by the standard 
catgut sizes as here shown 
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*These tubes not only may be boiled but even may 
be autoclaved up to 30 pounds pressure, any num- 
ber of times, without impairment of the sutures. 
+Potassium-mercuric-iodide is the ideal bactericide 
for the preparation of germicidal sutures. It has a 
phenol coefficient of at least 1100; it is not precipi- 
tated by serum or other proteins; it is chemically 
stable—unlike iodine it does not break down under 
light and heat; it interferes in no way with the ab- 
sorption of the sutures, and in the proportions used 
is free from irritating aétion on tissues. 
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DeG ATRAUMATIC NEEDLE 
with suture attached 





For gastro-intestinal suturing and for all membranes 
where minimized suture trauma ts desirable 


IMPROVED FEATURES: Unimpaired strength at union with suture; 


firmly and permanently affixed; absolute continuity of needle and suture _ 


Aflixed to the Boilable Grade of 
20-Day Kalmerid Germicidal Catgut 


which experimental evidence has proven to be the ideal 
gastro-intestinal suture. Its absorption time is correct; 
it is germicidal; it is flexible 








PRODUCT IN PACKAGES OF TWELVE TUBES OF ONE KIND AND SIZE DOZEN 
1341. A straight intestinal needle affixed to a 28-inch suture........ $3.00 
1342. Two straight intestinal needles affixed to a 36-inch suture........ 3.60 
1343. A 3-circle intestinal needle affixed to a 28-inch suture........ 3-60 
1345. A half-circle intestinal needle affixed to a 28-inch suture........ 3-60 


SIZES: OAND I 


20 PER CENT DISCOUNT ON A GROSS OR MORE—POSTPAID 
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Hugh Ryan Wing at St. Michael’s 
Being Torn Down 


Wreckers have begun the work of tearing down the 
Hugh Ryan wing at St. Michael’s Hospital, Toronto. 
Regret is expressed by the Hospital authorities in 
having to-do this, and the reasons are given in 
the following official statement: 

“The much needed out-patient wing of St. Michael’s 
Hospital is now well under way, and will be a striking 
monument to the generous citizens of Toronto, 
and to others whose generosity has made possible 
the accommodation so necessary for the relief of 
the poor and afflicted. 

“As this will be a non-revenue-producing building, 
it is necessary to make provision for the future main- 
tenance of this part of the institution. In order to 
meet future demands, and provide sufficient ac- 
commodation for private and semi-private patients, 
the erection of in-patient extension is necessitated. 


In this way it will be possible to increase the revenue. 


of the hospital, and at the same time lower the 
maintenance rates to the patients. 

“It is a matter of regret that the removing of the 
Hugh Ryan wing is necessary. However, that hon- 
oured benefactor, Mr. Ryan, were he alive to-day, 
would generously sanction this step toward improved 
conditions in the interests of the Hospital he loved 
so well. 

“The requirements now in regard to fireproof 
buildings make it impossible to retain this wing, 
which cannot be reconstructed to meet modern 
demands.” 


No man, it has been said, is a hero to his valet; 
and this is probably true; but the fault is at least as 
likely to be the valet’s as the hero’s. For it is certain 
that to the vulgar eye few things are wonderful that 
are not distant. —Thomas Carlyle. 


Mediocrity obtains more with application than 
superiority without it. Work is the price which is 
paid for reputation. What costs little is worth 
nothing. —Balthasar Gracian. 














An altraclive corner in St. Joseph's Hospital, Guelph 
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SNUG FIT AT JOINTS 
AND BASE OF FINGERS 

















Accurately fitting fingers without constriction 
from base to tip are absolutely necessary to 
insure satisfactory service. 
Sterling Surgeons’ Gloves are correctly propor- 
tioned and constructed and eliminate all awk- 
wardness and discomfort. 


QUALITY THAT MEANS SERVICE-- 


The STERLING trade mark on rubber goods 
guarantees all that the name implies. 


Sterling Rubber Company Limited 
GUELPH - CANADA 


Largest Specialists in SEAMLESS Rubber Gloves in the 
British Empire. 























Do you know that 


TRISEPTOL 


“HARTZ”’ 


is more than three times 
as powerful a germicide 
as Pure Carbolic Acid? 


Pathological tests have demonstrated the 
efficiency of Triseptol conclusively. 


TRISEPTOL is freely soluble in water, 
is not caustic and not nearly so toxic as 


Carbolic. 


TRISEPTOL on account of its high 
germicidal power is most economical. 


TRISEPTOL is manufactured in CANADA 


The J.F. HARTZCO. 


LIMITED 
Pharmaceutical Manufacturers 


TORONTO MONTREAL 
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“Make Life Much Easier” 


Says Nurse 





OMFORTABLE SHOES make life 

so much easier for every woman, 

whether she be a trained nurse, a 
school teacher, a society woman, a home- 
loving mother, or a business woman. 


“Speaking from the standpoint of a Public 
Health Nurse, would say that I never knew 
what a comfortable shoe was like until I 
began wearing the 


(agtilever 
Shoe 


“The heels of Cantilever Shoes are com- 
fortable and modish. In fact, when one 
once becomes accustomed to the low heels, 
the high heels which cause bad posture and 
fatigue are impossible.”’ 

—A Public Health Nurse 


The features which make 
unusual comfort possible, such 
as the flexible arch, special 
heel, etc., will be gladly shown 
you at the nearest agency of 
the Cantilever Shoe. 


Great care is taken in fitting 

lexible Lik 
Weenie Ake properly, to _assure the full 
benefit of this extra comfort. 


Just see how well they feel—and look— 
on your feet. Smartly stylish, as well as 
comfortable, and priced reasonably. 





MAIL ORDER SERVICE 
If it is not convenient for you to visit one of 
the stores listed below, write to the Toronto 
branch. Mail orders receive careful attention. 











Cantilever Shoe Shops 


TOR —7 14 Queen St. East 
HAMILTON—& John St. North 
MONTREAL—Keefer Bidg., St. Catherine St. W. 
OTTAWA—241 Slater St., Jackson Bl 
SAINT JOHN, N.B. — Waterbury %& Rising, Limited 
HALIFAX—Wallace B 

BURY. “stafford, Limited 


ASKA’ yal Shoe Sto: 
PORT ARTHUR— McNulty’ s Limited 
REGINA—Yale Shoe, Limited 
EDMONTON—Hudson’s oy Thmenee sma 
CALGARY—Hudson’s Ba: 
VANCOUVER—Hudson's Company 
VICTORIA—Hudson’s Bay Company 
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The Place of the Dietitian 
in the Hospital 


By IDA H. CALDWELL 


Department of Household Science 
University of Toronto 


It is an established fact that a hospital cannot 
efficiently or adequately serve the community in 
which it is situated without a dietitian in charge of 
the diets and food service. The dietitian has become 
a necessity, as the importance of diet as a treatment 
for disease is coming to the fore. On account of the 
very short time devoted in general medical courses 
to the study of food and the requirements of the nor- 
mal and diseased body, the doctor who has not taken 
post-graduate studies in that subject is not capable 
of planning scientifically correct diets for his patients. 

The dietitian should be able to make good this 
lack in the doctor’s training. She should be an 
advisor to the doctor, not just an individual whose 
duty is to oversee the preparation of the diets which 
the doctor orders. However, this condition does not 
exist to-day, and the blame may be laid in two direc- 
tions, first, the training of dietitians, and secondly, the 
hospital directorates. 

The courses from which the dietitian may be grad- 
uated are so varying in length and content, that a 
dietitian may have had anywhere from one year to 
four years’ training. The training acquired, espec- 
ially in the shorter courses, has not fitted them to act 
as advisors to the doctors. It is hoped that this con- 
dition may cease to exist in the very near future. 
One step in this direction has been made by the Am- 
erican Dietetics Association which admits as members 
only those who are graduates of a four-year course 
which complies with the standards of the course 
drawn up by that Association. 

The hospital directorates may help to raise the 
standards by requiring that the dietitians employed 
in hospitals shall be graduates of a four-year course 
in an accredited college or university. This will 
discourage the short courses and prevent their gradu- 
ates entering medical work and possibly discrediting 
the name dietitian. The short course graduates may 
be of excellent service in commercial work but should 
never be engaged in hospital service. 


Men build monuments above the graves of their 
heroes to mark the end of a great life, but women seek 
out their birthplace and build their shrine not where 
a great life had its ending, but where it had its begin- 
ing, seeking with a truer instinct the common source 
of things not in that which has gone forever, but in 
that which they know will again be manifest. Life 
may depart, but the source of life is constant. 

—Edward Bok. 
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For Hospital Kitchens 


In most hospitals as well as in the homes 








of Canada, the ‘‘Wear-Ever” trademark 
stands for greater economy and uniform 
success in preparing wholesome food. 


“Wear-Ever” Kitchen Utensils and 
Jacketted Kettles are made of a harder, 
thicker aluminum that distributes the 
WEAR-EVER heat evenly throughout the entire utensil 


APN and holds it at even temperature. 
> 


poate 
mum “Wear.Ever” 
be tas eel Aluminum Jacketted Kettles 


Million‘‘Wear-Ever’’ 
Utensils Now in Use. 
















Aluminum Company of Canada, Limited 
TORONTO 














New Combination Bedside Table 


Many of the leading 
hospitals throughout the 
country are equipped with 


this convenient type of 
Bedside Table. 








SHOWING OPEN OPERATION OF SIDE TABLE 


Write for Folder and Prices. 


The Metal Craft Co., Limited 


GRIMSBY - ONTARIO 


SHOWN CLOSED 


























Please refer to THE CANADIAN HOSPITAL when writing 








22 THE CANADIAN HOSPITAL 





Uy 





A A 8 NATTA 
‘ 
o News of Hospitals and Staffs 


A Condensed Monthly Summary of Hospital Activities, Building 
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0 and Extension Plans and Personal News of Hospital Workers. 
RAS 


BUBBA BABS SS 


BARRIE, ONT.—Miss Christena I. Smith, super- 
intendent of the Royal Victoria Hospital, is leaving 
at the beginning of September, having taken the 
superintendency of the City Hospital at Wichita 
Falls, Texas. 

: a8 

MoosomIn, SAsK.—The directors of the Moosomin 
General Hospital and the officers of the Women’s 
Hospital Aid met at the Hospital and presented Miss 
Lee, the retiring matron, with a gift, as a token of 
their appreciation of the efficient and satisfactory 
service she has rendered the Hospital during the past 
eight years. 

* * * 

‘Toronto, Ont.—The house at 51 Grosvenor 
Street, for many years the home of the late Peter 
Ryan, has been purchased by the firm of John G. 
’ Kent and Son, the figure being about $30,000. It is 
to be the site of a $225,000 apartment house designed 
for the use of trained nurses engaged in nearby 
hospitals. The lot has a frontage of 104 feet and 
depth of 120 feet. 

* * * 

HauiFrax, N. S.—The Matron of the City Home, 
Miss Mary MacDonald, has submitted her resignation, 
to take effect on September 1, and at a meeting of 
the Charities Committee it was decided that a rec- 
ommendation will be made to the City Council that it 
be accepted. Miss MacDonald is resigning owing to 
ill health. It was recommended by the Committee 
that a Matron be advertised for. 

eS 

SAINT JoHN, N.B.—Arrangements are being made 
by the local Nurses’ Association for the meeting of 
the National Nurses’ Association which will be held 
in Ottawa during August. The memorial which has 
been placed in the Hall of Fame at the Parliament 
Buildings to the memory of those nurses who gave 
their lives during the Great War, will be unveiled 
during that week. 

eee eee 

Ottawa, Ont.—Dr. Frank E. Jones, assistant 
superintendent at the Civic Hospital, has tendered 
his resignation, to take effect on October 1. Dr. 
Jones proposes to take a special course in the treat- 
ment of eye, nose and throat, and later he will accept 
an appointment to the Manhattan Hospital. After 
graduating from McGill, Dr. Jones joined the staff 
of the Protestant General Hospital, and on the 
opening of the Civic Hospital he was made assistant 
to Dr. D. M. Robertson. By the board of trustees 
and others connected with the Hospital, he was 
highly esteemed. 


STRATFORD, OnT.—The final step in the process 
of bringing the General Hospital within the pro- 
visions of standardization has been taken by the 
Board of Trustees in the completing of an arrange- 
ment with Dr. F. R. Pollock, a well-known X-ray 
expert, to come here two days a week. 

e: es 

HAMILTON, ONT.—For the fifteenth consecutive 
time T. H. Pratt was named chairman of the hospital 
board by his colleagues at the annual meeting. W, 
H. Wardrope, K.C., and Controller Cal. Davis 
sponsored the nomination. After Mr. Wardrope 
had expressed the board’s appreciation of the ser- 
vices rendered by Mr. Pratt, the latter thanked the 
board for the honour again conferred on him. Other 
officers chosen were as follows: Vice-chairman, T. W. 
Lester; honorary secretary, W.H. Wardrope, K.C.; 
secretary, Herbert Barr; house committee, T. W. 
Lester, Gordon Henderson, Controller Davis; finance 
committee, A. F. Hatch, Gordon Henderson, 
T..H. Pratt. y 

















Most Canadian Hospitals using 
Mechanical Refrigeration 
Have 


“YORK” 
ICE MACHINES 


“The Best Made”’ 


Lei us send you the names of those nearest you. 


Canadian Ice Machine Co., Ltd. 


TORONTO 


Winnipeg Vancouver 














Montreal 
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Toronto.—Nurses from many parts of the Prov- 
ince attended the lectures in the special extension 
course conducted by the University of Toronto in 
conjunction with the private duty section of the 
Registered Nurses’ Association of Ontario. It was 
the fourth course of its kind, and took place from 
August 16 to 25. 

* * & 

Hairax, N.S.—Miss Agnes Carson, assistant 
superintendent of the Victoria General Hospital, 
will temporarily take charge of the Children’s Hos- 
pital. Miss Carson has not severed her connection 
with the Victoria General, her services being merely 
“loaned’’ for the time being. Miss Bamford, the 
former superintendent, resigned from the Children’s 


Hospital a short time ago. 
* * * 


WINNIPEG, MAN.—The contract has been let for the 
erection of the new wing to the main building of 
Grace Hospital, the well known institution of the 
Salvation Army. Work will start immediately and 
will be finished some time late in the fall. 

The price of the construction will be $100,000 and 
there will also be the plumbing and heating and in- 
terior equipment to follow, which will run the cost 
up to $150,000 and probably more than that figure. 

* * * 


QuEBEC, QuE.—Dr. E. C. Menzies, of Montreal 
has been appointed assistant superintendent of the 
Verdun Protestant Hospital. Dr Menzies succeeds 
Dr. C. P. McCabe, who was assistant to Dr. Car- 
lyle A. Porteous, medical superintendent of the 
hospital. Dr. McCabe resigned last March. At 
that time Dr. Menzies was first assistant physician 
and since Dr. McCabe's resignation has been filling 
the duties of the post to which he has now been 
permanently appointed. 

ee: ey 

BRANTFORD, ONT.—It has been decided by the 
Brantford Woman’s Hospital Aid to utilize the $10,- 
000 left by the late T. H. Preston in the renovation 
of the board room of the hospital. The proposed 
furnishing estimates having exceeded the amount 
of the bequest, Mrs. T. H. Preston at once ex- 
pressed her desire to make up the difference involved, 
an offer most gladly accepted. The board room has 
long been out of date, and in making the improve- 
ments, facilities will also be included for the doctors 
of the city and country, who have hitherto had no 
quarters for discussions or reference work. 

ie ee 


VANCOUVER, B.C.—The city council has agreed to 
allow the city architect to look after the recon- 
ditioning of the old tuberculosis wing of the Van- 
couver General Hospital, after its 13 years’ use by 
the University of B.C. Gratification was expressed 
at the saving involved in this decision. The work 
is to proceed at once with the money voted by the 
ratepayers and the provincial government grant. 

It was also found necessary to take over two 
additional residences and to spend $4,000 on altera- 
tions to provide accommodation for an increase of 
42 in the hospital nursing staff. 
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Walk- Over 





The straightest line 
to foot comfort 


The inside line of this Walk-Over shoe is 
straight. You can see it in the diagram 
above. That is the straightest line to foot 
comfort. This shoe is made on a special 
last or form. It is not just made big and 
roomy to give you comfort. It is made to 
fit the normal foot which has widened and 
broadened a little with maturity. It is wide 
across the tread, narrow at the heel, and 
supremely comfortable. Yet this comfort 
shoe comes to you in the newest and 
smartest of styles. Wear this shoe and let 
Walk-Over fit bring you the shoe comfort 
you need with the style you want. 





Ask for Footograph Chart for 
ordering by mail 


A Walk- Over 


BOOT SHOP 


290 Yonge Street 
TORONTO 
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THE A. H. A. CONVENTION AT ATLANTIC CITY 


Hospital Executives from Many Countries Will Attend the 
Twenty-Eighth Annual Convention of the American Hospital Association 


The twenty-eighth annual convention of the 
American Hospital Association, together with the 
various co-operating organizations, will be held in 
Atlantic City, N.J., from September 27th to October 
ist. Plans are practically completed for the biggest, 
most diversified and practicable programme yet 
arranged by the Association. Contrary to the custom 
of past years, fewer papers will be read before the 
convention, but these will reflect the keenest intel- 
lects of the Association’s members. 

Delegates from Many Countries 

An interesting feature of the convention is the 
number of delegates from far-away countries who will 
take part. Acceptances have been received from the 
governments of Great Britain, China, Panama and 
Australia. There will also be representatives from 
the Philippines, Porto Rico and Hawaii. A large 
foreign delegation is also expected for the convention 
of the International Union Against Tuberculosis, 
which takes place in Washington, D.C., from Octo- 
ber 4th to 8th. Acceptances have been received 
from Austria, France, Italy and Wales. A represen- 
tative number of delegates from Canada will take part 
in this very important meeting. 

Exhibits on Famous Pier 

The exhibits this year are grouped from end to end 
of the famous steel pier which stretches many hund- 
reds of feet into the Atlantic, and its space has been 
taxed to the utmost to accommodate the many 
exhibitors who assist so materially to make the 
convention an outstanding success. 

For the first time there will be an Exhibitors’ Guide 
which will prove of great help to the delegates. The 
Guide will contain the names of all representatives 
who will be present at the booths. It will also give 
a description of the nature of the displays, giving 
prominence to any feature that is new. 

Big strides have been made in the last year in 
every phase of health work. This will be especially 
evidenced in several fascinating exhibits concerned 
with the many channels of health, social service, 
dietetic welfare and children’s activities. This year 
these exhibits will be conducted by: The American 
Association of Hospital Social Workers; The 
American College of Surgeons; The American 
Occupational Therapy Association; The Committee 
on Dispensary Development of the United Hospital 
Fund; The Hospital Dietetic Council; The Hospital 
Library and Service Bureau; The National Child 
Welfare Association, Inc.; and The United Hospital 
Fund of New York. 

The display of technical equipment and supplies 
should prove a source .of education regarding the 
newest and most efficient in hospital requirements. 
The principal object of these exhibits is to extend 
to delegates the opportunity to study and compare 
the best methods and appliances the market offers. 
While there will be no effort on the part of represen- 
tatives of the firms to make sales, orders may, of 


course, be given’at the various booths. Hospital 
executives are invited to make a thorough inspection 
of every booth, with no feeling of obligation to buy. 
The American Hospital Association desires to em- 
phasize the fact that the firms represented have been 
selected only after the most careful investigation 
and the Association, therefore, assumes the responsi- 
bility of arbitrating any possible dissatisfaction that 
may result between delegates and the firms ex- 
hibiting. 
Reception and Entertainment 

The New Jersey Hospital Association and the 
Department of Institutions and Agencies of the 
State of New Jersey report plans for a reception, 
entertainment and dance on Tuesday evening, 
September 28th, which gives promise of plenty of 
surprises for the entertainment of the guests in their 
state. 

“Arrangements for the proper reception of the 
prominent officials who may be present, several 
first-class entertaining numbers and a full orchestra 
are part of our plans,’”’ writes Paul Keller, M.D., 
Chairman, who has been busily engaged for some time. 
“The Exhibit Committee will arrange an appropriate 
exhibit, also provide an Information Boath, both at 
the pier and at the railroad stations. We will arrange 
to have statistics available covering points of interest, 
train schedules, et cetera. Afternoon tea will be 
provided at the Hotel for the feminine guests, arranged 
through a local committee of women, details of which 
will be given soon.’’ Dr. Keller reports other ac- 
tivities to be announced later—the result of various 
committees who are now hard at work. 


Hotel Headquarters 


The headquarters of the American Hospital 
Association will be the Hotel Chalfonte-Haddon Hall; 
that of the Exhibitors’ Association, ‘the Hotel Strand. 
Both are within very short walking distance on the 
Board Walk. However, all the hotels are within 
highly interesting, if longer, walking distance, on 
the Board Walk between the Atlantic Ocean and this 
play city’s fascinating shops. 


To Preserve Painted Walls 

An interesting method of preserving the paint on 
freshly painted walls has recently been tried at Johns 
Hopkins Hospital. A mixture of starch and water 
is made and cooked to a consistency that can readily 
be spread with a paint brush. After the paint is 
thoroughly dried the starch is put on the walls 
making a thin coating that does not mar the appear- 
ance, the only effect being to make the paint less 
glossy. When the walls become soiled the dust and 
dirt are washed away with the starch, leaving the 
paint intact, and a next starch covering is put on for 
another season. It is hoped by this care to prevent 
the necessity of frequent re-painting —Johns Hopkins 
Nurses’ Alumnae Bulletin. 
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Hospital Superintendents 


should instruct their Nurses and Domestics 
to use 


GILLETT’S aac LYE 


for disinfecting sinks, closets and drains. _ It is also ideal for the cleansing of urinals 
and bed pans—in fact, any vessel that requires disinfecting. Géillett’s Flake Lye 
should always be used for scrubbing hospital bath tubs and operating room floors. 


For cleansing and disinfecting, dissolve one 
teaspoonful of Gillett’s Lye in two gallons of 
water. The fine crystal flakes dissolve instantly 
in hot or cold water. 


Beware of Imitations 





Made only by 


E. W. GILLETT COMPANY LIMITED 


TORONTO, CANADA 
WINNIPEG MONTREAL 





















































Reichert Microscope—$90.00 | 


(As supplied to the University of Toronto and University of Western Ontario) 


in Vienna, and his product is well known as a 

standard in this field of optics. The model Butane 
is especially adapted for bacteriological work. The 
stand is medium sized but substantial and fitted with 
coarse and fine adjustment. 


Oni 1876, Reichert has been making microscopes 


The illuminating apparatus is an Abbe-condenser with 
iris diaphragm and lateral screw for raising and lowering 
rapidly and swing out device for condenser and cylinder 
iris diaphragm. 

OPTICAL SPECIFICATIONS: 
Triple nosepiece, objectives 3, 7a, 7x"’ oil immersion No. 18), N.A.130. 
Eyepieces 11,5. Magnifications 40 - 1550. Weight, including case, 15 lbs. 


Priced Complete, $90.00 | 


“T. EATON Cures eptod eee! 


TORONTO CANADA Third Floor, Main Store 
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Responsibility of Hospitals to Sick 
Nurses is to be Decided 


Must hospitals furnish free medical treatment to 
nurses in training? What will probably be a test case 
on this vexed and important question is taking place 
in the United States, where a nurse is suing the 
hospital in which she was a member of the staff for 
expenses in connection with an illness she suffered. 
John E. Crankshaw is conducting the case against the 
hospital authorities. 

It is claimed on behalf of the young lady client that 
she has expended $2,538.50 on medical fees and other 
disburserents and that the hospital, in spite of a 
clause contained in the contract it makes with all its 
nurses refused to pay more than $350 of this amount. 
The suit was entered for $2,188.50. 

Mr. Crankshaw says that during January, 1923, 
his client was admitted as a nurse on probation. 

Prior to his client’s admission, she was subjected 
to a physical and medic | examination by a medical 
officer of the institution, and then signed a contract 
with the hospital in which the latter agreed that if 
she became sick while training to become a nurse she 
would have gratuitous care. 

After spending three months on probation, she was 
subjected to a second physical and medical examina- 
tion, this time by another medical officer of the 
hospital, and she was then accepted by the institution 
as a nurse in training. She continued in this position 
until July, 1923, when she became sick “‘as the result 
of and while in training in the said hospital,’’ according 
to the court plea. 

Ordered to Sanitarium 

The nurse was examined by one of the hospital’s 
doctors, who then conferred with the acting lady 
superintendent of the hospital, and the latter ordered 
the nurse to go home immediately and to report back 
to the hospital in October, 1923. She went home 
where she was given medical attention by the hospital 
doctor who continued to visit her until September, 
1923. In that month, another acting-lady superinten- 
dent called on the sick nurse and advised her to call 
in a doctor of the hospital. After the latter’s examina- 
tion he held a consultation with her former physician 
and with the lady superintendent, and told the nurse 
she was suffering from pulmonary tuberculosis and 
must go toa sanitarium. She claims that the hospital 
authorities told her that the hospital would immedi- 
ately make arrangements to have her admitted to 


Trudeau Sanitarium, Saranac Lake, New York State, . 


and X-ray photographs were taken, for the first time, 
by the hospital authorities, with a view to forwarding 
them with the application to admit the young nurse 
to the sanitarium. 

The complaint states that no steps were taken after 
the X-ray photographs were made to secure the 
nurse’s admission to the sanitarium. Her condition 
became most critical and another doctor, a specialist 
in the treatment of pulmonary tuberculosis, was 
summoned who ordered the nurse to be removed to a 
sanitarium at once to avoid the loss of her life. This 
doctor made immediate arrangements for her admis- 
sion to the Ste. Agathe Sanitarium, where she under- 
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went treatment. She was been under treatment ever 
since and has contracted expenses totalling $2,538.50. 
In February, 1926, the hospital paid $350 towards her 


_expenses, but she says has failed to pay her the balance. 


Besides the $2,188.50 sued for, the nurse reserves her 
right to make additional claims for future expenses. 


Identification of New Born Babies 
Ensured by Lettered Beads 


The identification of new-born babies during the 
period they are in hospital, whilst there is really no 
danger of them being confused with one another, is 
still a matter upon which mothers are more than 
anxious. One Toronto hospital, in order to quell their 
fears, provides the child with a tape wristlet, upon 
which is the name. It may be removed when soiled, 
but is only permanently removed when the child is 
taken from the hospital. Another hospital employs 
adhesive tape, marked with the name, which is 
affixed to the child’s back, and which, again, is not 
removed until the mother takes the child from the 
hospital. 

What has been found to be extremely satisfactory 
is the provision of a bead necklace for the child, in 
which lettered beads spell out its surname. Boys as 
well as girls receive a tiny string of baby-blue globules 
threaded on a cord of catgut quality. The blue beads 
give way at the centre of the cord to a series of small 
flat white ones which bear the letters ef the child’s 
surname enameled in black. At the end of the cord 
is a small round lead bead by means of which the doctor 
in attendance seals the string around the infant’s 
neck immediately after birth. 

Beads Cost Very Little 

The string of beads thus permanently fastened 
is never removed until the child leaves the hospital, 
when the cord is cut in the presence of the mother. 
The necklace costs the hospital about a dollar, and 
sentimental mothers willingly offer many times its 
economic value for the privilege of taking it away as 
a souvenir. But never yet has the baby badge been 

















Operating Room in St. Josephs Hospital, Guelph 
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allowed to leave its sphere of unique usefulness, for 
the beads are sterilized and returned to the bead box, 
where, allotted to their proper compartment (the blue 
beads together and the white beads according to their 
special letter of the alphabet) they await the next 
chance to be placed in commission. 

The cord and lead bead are discarded, for fresh cord 
with the beads to be strung are supplied to some con- 
valescing mother who delights in performing such a 
delicate task for a future tiny neighbour. 

Although such precautions facilitate the nurses in 
identifying the babies, a hospital official claims that 
once a mother has seen her own child, never would 
she hesitaie in recognizing it among a thousand others 
exactly alike to the casual observer. 


The Superintendent’s Qualifications 
The qualities needed by the superintendent of 
to-day and the difficulties in securing the right type of 
man for the position were discussed by Dr. Joseph C. 
Doane, medical director and superintendent, Phila- 


delphia General Hospital, Philadelphia, before the 
recent meeting of the Catholic Hospital Association, 
Chicago. 


He said that during the last decade, unfortunately, 
hospital superintendency had been the drifting ground 
for various business men who have a specialized 
preparation and for medical men who had not found 
exactly what they wanted to do and that as a result 


ee 
there are to-day many misfits in the field—men who Sizing 


view the hospital with a narrow, restricted perspec- 





tive and are unable to cope with the complex machin- on coats, caps, 

ery and take their places as promoters of public aprons, gowns 
health and leaders in community affairs. Such men d .¢ 

make the local appraisal of hospital superintendents an uniforms 

low and cause the dissension in the various depart- Because it restores the original 
ments that results in the large turnover of hospital new satin sheen; strengthens by pen- 
personnel. He said that the tendency to assume etrating the warp and the threads; 
that hospital management was comparable to hotel eliminates several operations and 
management was entirely wrong since the former had cuts finishing time in half. 

nothing of the complexity of many professional Use it RAW if you wish. Sprinkle 
departments and experienced none of the problems it over the wheel while running the 
which arise in dealing with people under the abnormal last rinse or blue water. 


conditions accompanying illness. 


Canadian Nurses Honoured 


The Medaille d’Honneur des Epidémies has been 
awarded to the following Ontario matrons and 


nursing sisters of the Canadian Expeditionary Force: This label on ever: 
Medaille d’Honneur des Epidémies: | En Vermeil: reper 

Matron Yvonne Daudry, R.R.C., Ottawa. original laundn 
En Argent: Nursing sisters: Ottawa, Emma sizing. 


Louise Barry, Alice Cloutier. 

En Bronze: Toronto, Mary Willmina Ferguson, 
Annabelle Kennedy, Jessie Agnes Tracy, Anna Cook 
Wallace London, Annie Evelyn Shafford, Kingston, 
Lucy Isobel Tracey. Send today for a 3 pound 

SRS rr Ca a Sample Bag—It’s Free 





_ BROCKVILLE, ONT.—Fire caused several thousand 


dollars’ damage to the upper portion of the main THE KEEVER STARCH COMPANY 





i building of the Ontario Hospital at the easterly Hospital Department 

outskirts of Brockville on July 24th. Defective COLUMBUS OHIO, U.S.A. 
; wiring or spontaneous combustion is given as the 

+ cause. 
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Ash Cans 
Ammonia Powder 
Brooms (all kinds) 
Brushes (all kinds) 
Buckets 

Clothes Baskets 
Carpet Sweepers 
Chamois 


Chloride of Lime 
Closet Cleaners 
Coal Shovels 
Cocoa Mats 
Deodorizers 
Disinfectors 
Disinfectants 
Dust Pans 
Dusters (all kinds) 
Easywhite 
Extension Handles 
Floor Cloths 

Floor Oils 

Floor Oilers 

Floor Wax 

Force Cups 

Force Pumps 
Furniture Polish 
Fire Extinguishers 
Fire Buckets 
Garbage Cans 


Humidifiers 


ders 


TORONTO 2 


Cleansers (all kinds) 


Lubricating Greases 


We Can Supply You 
Economically 
with anything in 


CARETAKERS’ 
SUPPLIES 


A glance through the list below may 
suggest many items that can be purchased 
at a saving here. 
selected for its particular use. 


There is nothing better to lighten Fall 
cleaning than the reliable Soclean lines. 


Every line specially 


Linseed Oil Soap 

Liquid Soap 

Lye 

Mops (all kinds) 

Mill Ends 

Mopping Powder 

Mop Wringers 

Oil Cans 

Oily Waste Cans 

Pails 

Paper Cups and Helders 

Paper Towels and Holders 

Parowax 

Sani-Cans 

Scrubbing Mats 

Serviettes 

Sidewalk Scrapers 

Snap 

Shovels 

Soap Powder 

Soclean Sweeping 
Compound 

Sponges 

Sprayers 

Sanitary Towels 

Squeegees—Floor and 
Window 

Toilet Room Supplies 

Waste Baskets 

Wire-Woven Baskets 

Wall Paper Cleaner 

Window Cleaners 

Waste (white and colored) 

Etc., Etc. 


Write for Illustrated Catalogue 
and Pri 


It contains 164 illustrations and dozens of articles 
that will cut down cleaning and maintenance bills 
in all departments of your institution. 

OUR MOTTO: 
BETTER QUALITY 
QUICK SERVICE 


Soclean Limited 


444 King St. West 


Prices 


LOWER PRICES 


- CANADA 






































September, 1926 





=| Among Our Hospitals 
tp and Institutions ay 
Bi 








Tranquille Sanatorium is situated about ten miles 
from Kamloops, B.C., on Kamloops Lake. It is 
administered by the Provincial Government for 
approximately 250 patients, and the institution is 
in a large measure self-sustaining, supplying milk, 
beef, fruit and farm products from its own ranch, 
the Tranquille Sanatorium farm. 

Civilian and military patients are treated, the 
former requiring to be bona-fide residents of British 
Columbia, with at least six months’ residence. The 
majority of the patients are dependent on their own 
municipalities and the Provincial Government for 
maintenance. Treatment is afforded for both in- 
cipient and far-advanced cases, although the former 
are given preference. 

When the visitor arrives at Tranquille he is im- 
pressed by the unusual type of buildings;and from 
their exposure, the amount of window space and 
awnings he could easily guess that it was a sanatorium. 
These buildings include the main buildings and in- 
firmary for bedridden cases; pavilions-and cottages 
for ambulance cases; nurses’ home, workshop, 
including a shop for patients’ occupational thera- 
peutic work, the products being trays, baskets, 


bead articles, etc. 
Treatment 


The essential treatment for tuberculosis is rest, 
abundance of fresh air, good food and—more rest, 
and Tranquille gives all in good measure. ‘ New pa- 
tients are required to go to bed when admitted, so 
that their resistance may be established. When this 
is done, graduated exercise is ordered, in this pro- 
cedure: The patient is allowed up for first one meal, 
then two treals and then three meals. He is next 
given exercise according to the extent of his disability; 
commencing with fifteen minutes he may work up 
to four hours throughout the day, all in the open air. 
After each meal, rest-hour periods are observed, 
when all patients are required to go to bed for two 
hours to relieve the body of any unnecessary exertion 
during digestion. 

In selected cases, generally superficial tuberculosis, 
X-ray treatments are applied with success. The 
department of radiology is excellently equipped; 
every patient on admission has his chest and mouth 
X-rayed and any abscessed teeth thus revealed are 
removed. Each new patient is subjected to a number 
of routine laboratory examinations. 

In certain cases where disease is confined usually 
to one lung, the impaired lung is collapsed by artificial 
pneumothorax gas being injected into its covering. 
By such a collapse the diseased organ is put at 
complete rest and the chance of healing is greatly 
increased. A large number of such cases are treated 
with beneficial results. 
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Community Life 


The sanatorium is a place of good cheer and in- 
spiring surroundings. Patients and staff are conscious 
of a feeling of comradeship, helpful to each faction. 
A spirit of human sympathy is more manifest here 
than anywhere else. Community life is made helpful 
by certain recreational activities. Weekly cinemato- 
graph entertainments are provided by the Y.M.C.A., 
while drives, concerts, skating and other sports for 
up-patients in winter, and in summer boating, 
croquet, picnics, billiards and so on, are to be had. 
There is a fine little theatre where the patients 
frequently distinguish themselves in plays that are 
indeed first nights, because they have ‘‘san”’ author- 
ship. 

The institution teaches a patient to keep himself 
well and protect others from-his disease; it inculcates 
the science of right living and spreads the gospel of 
good health and in suitable cases responding to 
treatment, re-establishes in social life a patient who 
a few years before, in similar circumstances, could 
have been extended no hope at all. The Tranquillian, 
a periodical published monthly and edited by an ex- 
patient and founded by the patients, teaches the 
public how to guard against tuberculosis. 


Extensions Necessary 


Recently Premier Oliver visited Tranquille Sana- 
torium, and agreed that extensions on a large scale 
must be begun, and that very soon. It is not large 
enough for provincial cases, and many are knocking 
at the door. Sanatorium treatment is such a pro- 
nounced success, so many men and women have gone 
forth from the institution to take up again useful, 
energetic and healthy lives, that the news of this has 
spread and the public is educated to the benefits 
of such treatment as is afforded. The very name 
“Tranquille”’ is one to conjure with; and although 
inevitably it is one associated with sadness, there 
is comfort in the knowledge that through its skill 
and science men and women have. been literally 
“born again” to go out into the world and success- 
fully fight the battle of life. 


Col. Gartshore Lays Corner-stone 


Lonpon, Ont.—The cornerstone of the new four- 
storey nurses’ residence at Victoria Hospital was 
laid on August 3rd by Col. W. M. Gartshore. Scores 
of student nurses, members of the hospital staff and 
training school alumnae witnessed the ceremony that 
marks another important stepping stone in Victoria 
Hospital progress. The silver trowel with which 
the office of the laying of the corner-stone was per- 
formed was presented to Col. Gartshore, who for 
many years has been the champion and the bene- 
factor of the Hospital. To Miss Agnes Walsh, the 
oldest graduate present, fell the happy task of pres- 
entation. Miss Walsh concluded her training at 
Victoria in 1887, a member of the second class to be 
graduated. The guest of honour of the day, which 
was marked also by the nurses’ alumnae reunion, 
was Miss Jean Browne of Toronto, president of the 
Canadian Nurses’ Association. 
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Classified Department 


CLASSIFIED RATES 


Four cents a word each insertion. A discount of 
10 per cent. allowed on orders for six or more inser- 
tions when payment is made in advance. 


BUYERS’ DIRECTORY RATES 


$4.50 per month on 12 months’ order. 
$5.50 per month on 6 months’ order. 


CHANGE OF COPY 
Advertisers desiring change of copy should see 
that same reaches office of publication by 15th of 
month preceding issue. 






































Positions Open 
WANTED—Accredited graduate nurses, dietitians and tech- 
nicians; positions available in every section of the country; each 
applicant given individual! attention; send for registration form. 
Medical Bureau, Marshall Field Annex, Chicago. 
SUPERINTENDENTS OF NURSES—(a) $2,400 and home 
for high-class candidate; New England resort city; class A hos- 
pital, 170 beds and tfaining school. (b) Tuberculosis Insti- 
tution; Pacific Northwest; 50 beds; salary $150 to $200 and 
maintenance, depending on ability of candidate. No. 1072, 
Aznoe’s Central Registry for Nurses, 30 North Michigan, 
Chicago. 
INSTRUCTRESS—(a) Science instructress, New York regis- 
tration, for 125-bed hospital; large city; $150. (b) 80-bed 
western Pennsylvania hospital desires capable instructress at 
once; city of 10,000. No. 1073 Aznoe’s Central Registry for 
Nurses, 30 North Michigan, Chicago. 
X-RAY AND LABORATORY TECHNICIAN, who is gradu- 
ate nurse, wanted, for 85-bed Illinois hospital; $100 and mainten- 
ance with rapid increase. No, 1074 Aznoe’s Central Registry 
for Nurses, 30 North Michigan, Chicago. 
GENERAL DUTY—(a) Night duty; $100 and maintenance; 
generous hours and vacations; 50-bed Indiana hospital. (b) 
Michigan Tuberculosis Hospital; pays $100 and maintenance; 
60 beds; city of 40,000. No, 1073 Aznce’s Central Registry 
for Nurses, 30 North Michigan, Chicago. 

Positions Wanted 
WANTED-—Situations for accredited graduate nurses, tech- 
nicians and dietitians; candidates available for every kind of 
position—from general duty nurse to hospital executive; refer 
ences investigated always; services gratis to employers. Medical 
Bureau, Marshall Field Annex, Chicago. tf 


Used X-Ray Equipment 
WE HAVE IN STOCK, ready for immediate shipment, a 
quantity of slightly used X-Ray and Physiotherapy equipment. 
It has been thoroughly overhauled in our own workshops and 
is in excellent condition. Write for a complete list with prices 
and full particulars. The Burke Electric and X-Ray Company, 
490 Yonge Street, Toronto. tf 
Schools of Instruction 

WOMAN’S HOSPITAL IN THE STATE OF NEW YORK, 
West 110th St., New York City (155 gynecological beds, 50 
obstetrical beds). 

Affiliations offered to accredited training schools for three 
months’ courses in obstetrics. 

POST-GRADUATE COURSES 

Six months in gynecology, obstetrics, operating room technic. 
clinics and ward management. Three months in obstetrics. 
Three months in operating room technic and management, 
Theoretical instruction by attending staff and resident instructor. 
Post-graduate students receive allowance of $15 monthly and 
full maintenance. 

Nurse-helpers employed on all wards. For further particulars 
address, Directress of Nurses, Woman’s Hospital. 

Miscellaneous 

BLANKETS FOR HOSPITALS—“If it’s blankets, buy the 
Skelton Brand.’’ We specialize in hospital blankets and sell 
direct from the mills. Get better quality blankets at lower 
prices. Hundreds of prominent hospitals are our customers. 
Write for miniature samples and prices. Skelton Woollen 
Mills Company. 47 King St. West, Toronto. 


DIPLOMAS—ONE OR A THOUSAND-—lllustrated circular B 
— request. Ames & Rollinson, 206 Broadway, New 
ork, N.Y. 
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Canada Shared In Endowing 
Obstetrics Hospital 


Canada took her place with the other dominions 
in endowing 60 beds in the new obstetrics hospital 
which was recently opened in London by the Prince 
of Wales and which is connected with the Rocke- 
feller School for Medical Education and Research. 

The opening of this hospital with its thirty ob- 
stetrical and thirty gynaecological beds, and its 
resident medical and teaching staff, completes the 
last of the three teaching units of the University 
College Medical School—medicine, surgery and 
obstetrics. 

The ceremony was performed in the presence 
of a distinguished gathering in the grounds of Uni- 
versity College, with Princess Arthur of Connaught, 
Princess Marie Louise, Prince and Princess Wias- 
emsky, the Lady Mayoress, the Duchess of Somerset, 
the Marchioness Curzon, representatives of the hos- 
pital, of University College and of the University 
of London, among those present. 

A great crowd, reinforced by hundreds of nurses, 
cheered the Prince of Wales when he arrived. His 
Royal Highnéss was received by Sir Ernest Hatch, 
chairman of the committee of University College 
Hospital, members of the reception committee and 
the matron of the hospital; and escorted to the dais. 

Referring to the effort to raise the £180,000, the 
chairman said that a stirring appeal of this kind had 
never failed, and that each of the dominions, with 
India, and many of the principal industries, trades 
and associations, as well as private donors, has sub- 
scribed the complete endowment of a bed. 

In reply to the chairman’s address the Prince of 
Wales said: “I much appreciate the terms of the 
address in which you welcome me to the grounds 
of University College, but can assure you that I 
need no thanks for coming here to-day, regarding it 
as a privilege to be associated with the completion 
of this great work, which was inaugurated by their 
Majesties the King and Queen in 1923. 

“In the presence of the American Ambassador, 
I am in duty bound, as a patron of the hospital, to 
refer to the munificent gift of the Rockefeller Founda- 
tion. The hospital is, I think, entitled to con- 
gratulate itself on having been entrusted with the 
disposal of this vast sum, and His Excellency will, 
I feel sure, from what he sees to-day, be in a position 
to assure his countrymen that the money has been 
well spent. As proof of our appreciation of the trust 
imposed on us by the Rockefeller Foundation, I 
need only quote the ready generosity with which 
the obligation on our part to endow the beds in the 
new Maternity Hospital has been met. 

“The £180,000 required for this purpose has been 
raised by subscription throughout the British Em- 
pire.”’ 


Promoting Health Week 
The Health Week committee in England has asked 
Canadian municipalities to establish a Health Week 
here, from October 3 to 9, to correspond with that held 
in the British Isles. 





September, 1926 





 paaaininnonauaniion 





ik The Advertisements 


FI LL ORT 


The Publishers accept the announcements of 
reputable houses and reliable products only. 








Aluminum Co. of Canada, Limited.................... 21 
The Burke Electric & X-Ray Co........ Pi aie BOE es 31-32 
Canadian Ice Machine Co., Limited..................... 22 
Canadian Laboratory Supplies, Limited.......:.......... 31 
Canadian Westinghouse Co., Limited.................. 4 
Cantilever Shot ShO06 soci ees ck hc dc beens 20 
SoA Ts CROWS PRG Seis cea ca ORES CON <a wa divs Salemi sip 31 
Dominion Oilcloth & Linoleum Co., Ltd.................. 10 
Classified Advertisements: 5 2. 05S) i. eK 29 
CORett . awtey 1 ietee es Os a Be 6 
kg oo. dag © CRS Sean Crs Sn ARS tg ele Pe ied 1, 15-18 
Pee AN PAM Fie ccc k Bees LOE OLS eon Be See § Fas 31 
Ms RO OM oo oo es eer ae he cao begs Melee 25 
DE ORO BOY Oy ooo eas Pe ask otic k nba cba ees 8 
BW Gut Cer Tames 6 ee eS es 25 
Gendron Manufacturing Co., Ltd......... see pay heed ae 30 
JF Finrts Co, Limited i hh eliow eres 19 
Hospital Rivers Divectory 2.6 es ae Se ERS 31 
Siperint OueCo: TL anited ee Pee a ek 5 
PROVE DIRPEN BO oN oop OCR R Re os by CL AEE 27 
Sih WN HN Ss Se es hoes Gok css bakes 3 
Lewis: Manulectuting Co. 05 0b bs Sek i hoc baw 2-9 
Beetal Cratt (OS Lene se es See ha Oks 21 
B. H. Montgomery Hose Reel Co..................... 31 
Office Specialty Manufacturing Co., Limited............. 31 
Skelton: Woollen Wille Co... oi dee 8 kee bee kane 29 
SOCMaa TONES Cea e's abe oa 1a bes 28 
Sterung Rubber Co;; Limited 0s: 2s bss Pe aes 19 
Toledo Technical Appliance Co. os. ic ckccaenceas 8 
5 4s; Sic ae oe oc ss dees cs siniguiiealgdvnwas 31 
Victor X-Ray Corporation ..6 565 55 oe Sa se Saskia se 7 
WalkeOvie Boot Mma nh ery ice ve hbk See es 23 
White X-Ray & Surgical Supply Co................... 31 














Gendron Invalid Chairs 


We. manufacture all types and 
styles of rolling chairs, suitable for 
patients suffering from every kind 
of illness or disability. 

All of them are of the famous 
Gendron quality, made of the very 
best materials obtainable, but very 
moderately priced. 

No better rolling chairs are man- 
ufactured anywhere, and remember 
this—they are all MADE IN 
CANADA, and bear our positive 
guarantee. 


Write for Catalogue ‘‘C”’ 
The Gendron Manufacturing 
CO., LTD. 

125-141 Duchess St, Toronto 
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THE. HOSPITAL BUYERS’ DIRECTORY 


A Convenient Reference of Equipment, Supplies and Service 





























Your Marking Problem Solved! White X-Ray and Surgical 
? 

Cash’s Names & Woven Labels Supply Co. 
Enoure cliar, sent and 80 Richmond ae Same, Terante. Main 5285 
permanent identification. X-Ray Equipment—aAcme-International Cor., Chicago, | 

SAMPLES AND PRICES ON REQUEST X-Ray Films—Eastman Kodak Company, Toronto, 

Intensifying Screens—French Screen Co., Detroit, 

J & J C ASH, INC sah 90 fen a Co.,Boston, 
nd ? ° urgica in ies— 

10 Grier Street - Belleville, Ont. , Minatic Susgiaat Cotton Co., New York | 























The Burke Electric & X-RayCo.| | Real Fire Protection 

X-RAY ENGINEERS Is red By 

omplete X-Ray an sio- Thera | MONTGOMERY 

“nee i ee ee HOSE REELS 
| 


Special Equipment Made to Order Easy to Install—Simple to Operate 


| Write for Particulars 
Kelley-Koett X-Ray Apparatus B. H. MONTGOMERY HOSE REEL CO. 
75 Dundas St. E. - - TORONTO 





490 Yonge Street - - Toronto, Canada 




















“MONOGRAM” 


Reed Furniture 
For Hospitals 


Chairs, Settees, Tables, Ferneries, 
etc., of finest quality at lowest prices 
Write for Particulars 


OsPITAL Recor: s 


We make and supply the new | 
standard systems and equipment 
for Hospital Record Keeping. 
Samples and complete informa- 
tion on request. 


System Service Department 












H. R. MOODY 
‘)FFICE SPECIALTY MEG, 
FFICE SPE CIALTYMEG.@: Bey ye Toronto 












































Artistic Cast Bronze Benefactors | 
B R O N 7 E or Remmaetel Tablets in D . 
Weed Phiten—@tssibery Deerds und Waka Cansamee Cone AL K ( a Vr ots 
—Bronze Standard and Bracket Lamps, etc. 
Hospitals We Have Supplied: 
3 er aaeton te “Chtiren, ig, Ho “s +o aeee agent 
ponder sean "Laden: Ont.; Prince Edward County _ Hospital, STERILIZATION 
oo : Ont., Muskoka Hospital Tablet to Sir Wm age, an Acce pt ed the world over as 
Write Us for Prices and Suggestive Sketches a needed safety measure 
J. G. Wickell X& Hons A. W. DIACK 
seo kinG st. w. * {R3"4068) "TORONTO, ONT. 5533 Woodward Ave. DETROIT, Mich. 
CANADIAN LABORATORY SUPPLIES BLANKETS 
LIMITED Hospitals and Institutions are invited to get in 
touch with our nearest branch for the keenest 
Canada’s Leading Laboratory eer on— ia aac il ss 
MS. «A * Supply House =>. uarantee re Wool Blankets an 
—— picts ies White Flannel Sheeting 
ee CANADIAN CO-OPERATIVE WOOL 
. : GROWERS, LIMITED 
437-439 King Street West - Toronto 2, Ont. | Regina, Sask. Lamneniiles Gan: Terente, Ont. | 
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Sales Backed By Service 


To Physicians contemplating the purchase of X-Ray or Physiotherapy equip- 
ment, we offer a copier selection of the ae quality apparatus at the 
lowest possible prices. 

A well-balanced stock of the most modern, waacaal types is always ready for 
immediate delivery and will be demonstrated at any time. 

Our service facilities are most complete, Our workshop is the largest of its kind 
in Canada and competent engineers are ready to assist in every emergency. 
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In our list of slightly used equipment, are many exceptional values. 
Write for copy. 





fREPSEE RRR S RN EORTI 
AN INVITATION! 


The modern trend towards Ultra High Power X-Ray Equipment finds 
its fullest a aa in the Keleket Powerplus — with capacity of 
over 500 M.A ‘ 

This, the World s most powerful X-Ray Machine, is on display in our 
showrooms together with several other new items of interest to the Profession. 


You are cordially invited! 
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THE BURKE ELECTRIC & X-RAY CO. 


Representing in Eastern Canada The Kelley- 
Koett line of Transformers and Accessories 


490 Yonge sci TORONTO (5), Canada 


Long Distance Phone Nights, Sundays and Holidays 
Kingsdale 5520 Trinity 5079 
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